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Pont du Card, the Roman aqueduct which conveyed water to Nimcs from
springs 25 miles distant.    The water channel is above (he  highest series of

arches (page 81)

Interior of the Tepidarium of the Imperial Baths of Garacalla at Rome
(Reconstruction by R. Phene* Spiers)